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DEPARTMENT OF PUBLIC WORKS —ONTARIO 
MEMORANDUM RE BUDGET SPEECH 1962-63 


ACCOMPLISHMENTS OF THE DEPARTMENT OF PUBLIC WORKS 
DURING STHES*PAST -PIVE “YBARS 


FOR THE DEPARTMENT OF AGRICULTURE 
NEW BUILDINGS PROVIDED 
BRADFORD 


PRODUCE INSPECTION STATION 


BRIGHTON 


AGRICULTURAL SERVICES BUILDING 


GUELPH-—ONTARIO AGRICULTURAL COLLEGE 


SOILS BUILDING 

BIOLOGY BUILDING 

PHYSICAL EDUCATION BUILDING 

FIELD HOUSE FOR PHYSICAL EDUCATION 
LAUNDRY AND PAINT SHOP BUILDING 

POWER HOUSE ADDITION 

REFRIGERATED STORAGE BUILDING 

PIGGERY AND BOAR PENS 

MAIN GENERATING AND SWITCHGEAR BUILDING 


GUELPH—ONTARIO VETERINARY COLLEGE | 


MEDICAL — SURGICAL BUILDING 

AUTOPSY AND COLD STORAGE BUILDING 

RADIO CHEMICAL LABORATORY 

PIGGERY 

SWITCHGEAR BUILDING 

INCINERATOR 

DISEASE FREE ANIMAL HOLDING UNIT 

ANIMAL BREEDING LABORATORY 

A NEW SEWAGE SYSTEM WAS CONSTRUCTED TO SERVE BOTH 
COLLEGES, AND CONNECTED TO THE CITY OF GUELPH SYSTEM. 
ELECTRICAL SERVICES TO BOTH INSTITUTIONS WERE RENEWED 
AND EXTENDED WORK INCLUDING NEW DIESEL STANDBY POWER 
STATION, UNDERGROUND SERVICES, TRANSFORMER VAULTS, 
RENOVATION OF EXISTING SYSTEM AND SERVICES TO NEW 
BUILDINGS WERE CARRIED OUT. A FIRE PREVENTION PROGRAM 
INCLUDED CONSTRUCTION OF A NEW RESERVOIR, INSTALLATION 
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FOR THE DEPARTMENT OF AGRICULTURE (concLupep) 


NEW BUILDINGS PROVIDED (concLupeEp) 
GUELPH-—ONTARIO VETERINARY COLLEGE  (continuep) 


OF A FIRE ALARM SYSTEM PROTECTING ALL BUILDINGS AND 
RENOVATION AND FIRE PROOFING OF BUILDINGS TO CONFORM 
TO RECOMMENDATIONS OF THE FIRE MARSHAL. THE WATER 
SUPPLY AND DISTRIBUTION SYSTEM WAS ALSO IMPROVED AND 
EXTENDED, AND THE UNDERGROUND GAS MAINS WERE RENEWED. 


KEMPTVILLE—ONTARIO AGRICULTURAL SCHOOL 


REGIONAL VETERINARY LABORATORY 

POULTRY SERVICE BUILDING 

GIRLS RESIDENCE 

MAJOR ALTERATIONS TO THE KITCHEN AND DINING HALL OF THE 
STUDENTS’ RESIDENCE WERE CARRIED OUT. 


NEW SEWAGE SYSTEM WAS CONSTRUCTED TO SERVE NORTH 
AREA OF SCHOOL. 


NEW LISKEARD 


AGRICULTURAL SERVICES BUILDINGS 


RIDGETOWN—EX PERIMENTAL FARM AND SCHOOL 


POULTRY BUILDING 

ANIMAL HUSBANDRY AND ABATTOIR BUILDING 
BEEF BARN 

FIELD HUSBANDRY BUILDING (AGRONOMY BUILDING) 
ADDITION TO BOYS’ RESIDENCE 


A NEW SEWAGE DISPOSAL PLANT WAS CONSTRUCTED, AND 

SANITARY AND STORM SEWER SYSTEMS RENEWED AND 

EXTENDED. AN ADDITIONAL WATER SUPPLY LINE WAS 

CONNECTED TO THE TOWN SYSTEM AND SERVICES WERE 

EXTENDED, AND ADDITIONAL HYDRANTS INSTALLED TO MEET 

ALL REQUIREMENTS FOR FIRE PROTECTION AND DOMESTIC USE. 
ELECTRICAL AND GAS SERVICES WERE RENOVATED AND EXTENDED. 


VINELAND—HORTICULTURAL EXPERIMENT STATION 


ADMINISTRATION AND LABORATORY BUILDING 
STAFF RESIDENCE 

IMPLEMENT SHED 

STAFF CAR GARAGE : 
RENOVATION OF OLD ADMINISTRATION BUILDING 
NEW SEWAGE DISPOSAL PLANT 


Digitized by the Internet Archive 
in 2023 with funding from 
University of Toronto 


https://archive.org/details/31/761116498494 


FOR THE DEPARTMENT OF ATTORNEY GENERAL 


NEW BUILDING’S PROVIDED 
ONTARIO PROVINCIAL POLICE 


DISTRICT HEADQUARTERS BUILDINGS AT 


BARRIE 
BELLEVILLE 
BURLINGTON 
CORNWALL 
NIAGARA FALLS 
PORT ARTHUR 


DETACHMENT BUILDINGS AT 


BLIND RIVER KILLALOE 
BRACEBRIDGE LINDSAY 
CHA PLEAU MOOSONEE 
DRYDEN PORT CREDIT 
EAR FALLS SHABAQUA 
ESPANOLA SIOUX NARROWS 
ESSEX STURGEON FALLS 
GORE BAY WHITBY 
_KALADAR WHITNEY 
KIRKLAND LAKE WOODSTOCK 


GENERAL HEADQUARTERS BUILDING - TORONTO 
IN ADDITION TO THE FOREGOING THE FORMER ORANGE 
CRUSH BUILDING AT 125 LAKESHORE BOULEVARD E. 
WAS PURCHASED AND RENOVATED, PROVIDING A NEW 


GENERAL HEADQUARTERS, CRIMINAL INVESTIGATION 
LABORATORY, GARAGE AND ALSO CELL ACCOMMGDATION, 


KENORA - NEW BOATHOUSE 
FIRE MARSHAL’S BRANCH 
GRAVENHURST-ONTARIO FIRE COLLEGE 


THE FORMER SANITARIUM WAS PURCHASED AND 
RENOVATED TO ESTABLISH A NEW FIRE COLLEGE. 
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FOR THE DEPARTMENT OF EDUCATION 
NEW BUILDINGS PROVIDED 
TEACHERS COLLEGES 
HAMILTON 
LONDON 


NEW TORONTO 
PORT ARTHUR 


PORT ARTHUR-—LAKEHEAD COLLEGE 


NEW COLLEGE OF ARTS, SCIENCE AND TECHNOLOGY 


TORONTO—RYERSON INSTITUTE OF TECHNOLOGY 


NO. 1 AND NO. 2 UNITS OF NEW BUILDING GROUP. 


TORONTO-—NASSAU STREET 
MAJOR RENOVATIONS WERE CARRIED OUT TO THE 


BUILDING HOUSING THE PROVINCIAL INSTITUTE OF 
TRADES. 


HAILEYBURY—PROVINCIAL INSTITUTE OF MINING 


TWO-STOREY ADDITION TO INSTITUTE BUILDING. 


WINDSOR—WESTERN ONTARIO INSTITUTE OF TECHNOLOGY 


FIVE NEW PORTABLE BUILDINGS FOR CLASSROOMS AND 
LABORATORIES. 


BELLEVILLE—ONTARIO SCHOOL FOR THE DEAF 


JUNIOR SCHOOL AND RESIDENCE 

STAFF DORMITORY 

POWER HOUSE 

LAUNDRY BUILDING 

STORAGE BUILDING FOR FARM MACHINERY 
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FOR THE DEPARTMENT OF EDUCATION (concLupep) 
NEW BUILDINGS PROVIDED (conc.Lupep) 


BRANTFORD—ONTARIO SCHOOL FOR THE BLIND 


ASSEMBLY HALL BUILDING 
ADDITION TO JUNIOR SCHOOL BUILDING 


THE BOILER ROOM WAS REBUILT AND NEW BOILERS AND COAL 
HANDLING EQUIPMENT INSTALLED. A FIRE ALARM SYSTEM 


WAS INSTALLED TO SERVE ALL BUILDINGS. THE SCHOOL 


PROPERTY WAS COMPLETELY FENCED WITH A 6-FOOT WOVEN 
STEEL FENCE. 


HAMILTON-—INSTITUTE OF TECHNOLOGY 


ADDITIONAL CLASSROOMS AND LABORATORIES 


LONGFORD MILLS—ONTARIO ATHLETIC LEADERSHIP CAMP 


A NEW SEWAGE SYSTEM WAS CONSTRUCTED AND WATER AND 
ELECTRIC SERVICES WERE INSTALLED. 
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FOR THE DEPARTMENT OF HEALTH 
NEW BUILDINGS PROVIDED 
BROCKVILLE—ONTARIO HOSPITAL 


CONTINUED TREATMENT BUILDING FOR DISTURBED MALE 
PATIENTS. 

CONTINUED TREATMENT BUILDING FOR DISTURBED FEMALE 
PATIENTS. 

ELMGROVE DORMITORY ADDITIONS. 


AN EXTENSIVE FIRE PROOFING PROGRAM WAS COMPLETED AT 
THIS HOSPITAL INCLUDING RENOVATIONS AND ADDITIONS TO 
BUILDINGS AND THE PROVISION OF NEW PLUMBING, HEATING AND 
ELECTRICAL SERVICES. 


BYRON—ONTARIO HOSPITAL 


STAGE NO. 1 - RENOVATIONS COMPLETED AT PRATTEN PAVILION. 


CEDAR SPRINGS—ONTARIO HOSPITAL SCHOOL 


A NEW ONTARIO HOSPITAL SCHOOL FOR SOUTH WESTERN 
ONTARIO WAS COMPLETED, COMPRISING THE FOLLOWING 
BUILDINGS: 


3 MALE PAVILIONS 

3 FEMALE PAVILIONS 

SERVICE AND KITCHEN BUILDING 
DINING HALLS 

VOCATIONAL TRAINING BUILDING 
MEDICAL SURGICAL BUILDING 
POWER HOUSE 

LAUNDRY BUILDING 

TRADES BUILDING 

GARAGE BUILDING 


TUNNELS, HEATING TRENCHES, WATER WORKS SYSTEM, 
SEWAGE SYSTEM, WATER TREATMENT PLANT, AND 
ELECTRICAL INSTALLATIONS SERVING ALL BUILDINGS 
WERE COMPLETED. 


COBOURG—ONTARIO HOSPITAL 


ADDITION TO KITCHEN AND DINING HALL BUILDING. 
STAND-BY DIESEL GENERATOR INSTALLED IN TRANSFORMER 
BUILDING ADDITION. 

THE PLUMBING, HEATING AND ELECTRICAL SERVICES WERE 
RENOVATED IN FURTHERANCE OF THE FIRE FREVENTION 
PROGRAM. 
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FOR THE DEPARTMENT OF HEALTH (continuep) 


NEW BUILDINGS PROVIDED (contiuep) 


HAMILTON-—ONTARIO HOSPITAL 


BUILDINGS COMPLETED IN A NEW 600-BED HOSPITAL 
GROUP INCLUDED: 


ADMINISTRATION AND ACTIVE TREATMENT BUILDING 
SENILE PATIENTS’ BUILDING 

POWER PLANT 

LAUNDRY BUILDING 

MORTUARY 

MENTAL HEALTH CLINIC 

KITCHEN AND CAFETERIA 


OTHER NEW BUILDINGS INCLUDED: 


TRADES BUILDING 

2 GREENHOUSES 

CLUBHOUSE 

GARAGE AND INCINERATOR 

2-3 STOREY ADDITIONS TO ORCHARD HOUSE TO PROVIDE 
NEW WASHROOMS. 

2-3 STOREY AND 4-STOREY ADDITIONS TO MAIN BUILDING 
GROUP TO PROVIDE NEW WASHROOMS. 


IN ADDITION, WATER WORKS, HEATING AND SEWAGE SYSTEMS 
WERE IMPROVED AND EXTENDED TO MEET REQUIREMENTS OF 
THE ENLARGED INSTITUTION, AND MUCH RENOVATION AND 
FIRE PROOFING WORK WAS CARRIED OUT IN EXISTING BUILDINGS 
AND NEW EQUIPMENT WAS INSTALLED. 


KINGSTON—ONTARIO HOSPITAL 


POWER HOUSE 
LAUNDRY BUILDING 


NEW 500-BED HOSPITAL GROUP COMPRISING: 


ADMINISTRATION BUILDING 

RECEPTION BUILDING 

ACTIVE TREATMENT BUILDING 

2 INFIRMARY BUILDINGS 

CENTRAL KITCHEN AND DINING HALL BUILDING. 


IN ADDITION A FIRE PROOFING PROGRAM FOR ALL BUILDINGS 
INCLUDING INSTALLATION OF AN AUTOMATIC ALARM SYSTEM 
WAS COMPLETED; ELECTRICAL FEEDERS AND SERVICES 
RENEWED; THE FARM BARN WAS REBUILT; ON JANUARY IST, 
1959 AGREEMENT WAS MADE WITH CITY OF KINGSTON TO 
RECEIVE AND DISPOSE OF SANITARY SEWAGE. 
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FOR THE DEPARTMENT OF HEALTH (continuep) 


NEW BUILDINGS PROVIDED (continuep) 


LONDON-—ONTARIO HOSPITAL 


POWER HOUSE 
TRANSFORMER BUILDING 


EXTENSIVE RECONSTRUCTION AND EXTENSION OF ELECTRICAL 
SERVICES HAS BEEN CARRIED OUT, INCLUDING RENEWALS OF 
FEEDERS AND WIRING, NEW TRANSFORMERS, ELEVATORS, 

STREET AND PARKING LOT LIGHTING, AND INSTALLATION OF 

A NEW DIESEL GENERATOR SET. A NEW WATER RESERVOIR 

WAS CONSTRUCTED AND MUCH RENOVATIONS AND EXTENSIONS 
CARRIED OUT ON THE WATER DISTRIBUTION SYSTEM, AND SEWERS. 


NEW TORONTO—ONTARIO HOSPITAL 


FOOD SERVICE BUILDING 


IN ADDITION A DOCTOR'S RESIDENCE WAS CONVERTED TO 
PROVIDE A DAY CARE CENTRE; EXTENSIVE RENOVATION OF 
THE ELECTRICAL DISTRIBUTION SYSTEM WAS CARRIED OUT 
INCLUDING LIGHTING AND FIRE ALARM SYSTEM. THE 

INTERIOR OF THE ADMINISTRATION BUILDING WAS RENOVATED. 
THE PLUMBING WAS RENEWED IN 7 COTTAGES. EXTENSIVE 
FIRE PROOFING WORK WAS CARRIED OUT. 


NORTH BAY—ONTARIO HOSPITAL 


A NEW HOSPITAL GROUP WAS COMPLETED, COMPRISING; 


NURSES’ RESIDENCE 
ADMINISTRATION BUILDING 

4 PAVILIONS 

KITCHEN AND OFFICE BUILDING 
LABORATORY BUILDING 

POWER HOUSE 

LAUNDRY BUILDING 


NEW WATER SUPPLY AND SEWAGE DISPOSAL SYSTEMS AND 
OTHER ANCILLARY SERVICES WERE PROVIDED. 


ORILLIA—ONTARIO HOSPITAL SCHOOL 


POWER HOUSE 
HEIFER BARN 
ELECTRICAL SUB STATION 
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FOR THE DEPARTMENT OF HEALTH  (continuep) 


NEW BUILDINGS PROVIDED (continueD) 
ORILLIA—ONTARIO HOSPITAL SCHOOL (continuep) 


THE SEWAGE SYSTEM WAS COMPLETELY RENOVATED. 
EXTENSIVE FIREPROOFING AND ELECTRICAL RENOVATION 
WORK WAS CARRIED OUT INCLUDINGNEW WIRING, LIGHTING, 
ALARM INSTALLATIONS, AND CAMPUS LIGHTING. 
CONSIDERABLE ROADWORK WAS DONE. 


ORILLIA ANNEX—GRAVENHURST 


PURCHASE AND RENOVATIONS OF NATIONAL SANITORIUM 
BUILDINGS TO PROVIDE ACCOMMODATION FOR 300 PATIENTS. 


PENETANGUISHENE—ONTARIO HOSPITAL 


ADDITION TO BUILDING FOR CRIMINALLY INSANE. 
SOLARIUM ADDITION TO COTTAGE A. 


A NEW TREATMENT PLANT AND SEWAGE SYSTEM WERE 
COMPLETED. THE MAIN KITCHEN WAS RENOVATED. 
PLUMBING AND ELECTRICAL RENOVATION WORK WAS 
CARRIED OUT. 


PORT ARTHUR—ONTARIO HOSPITAL 


CLINICAL SERVICES BUILDING, 
POWER HOUSE ADDITION 


ST. THOMAS—ONTARIO HOSPITAL 


REFRIGERATED ROOT STORAGE HOUSE 

POWER HOUSE ADDITION 

ALTERATIONS IN THE BASEMENT OF THE MEDICAL- 
ADMINISTRATION BUILDING PROVIDED 10 NEW OFFICES, 

AND WASHROOMS. A NEW GENERATOR WAS INSTALLED IN THE 
POWER HOUSE, AND REFURNISHING OF THE NURSES’ RESIDENCE 
WAS COMPLETED. 


SMITHS FALLS—ONTARIO HOSPITAL SCHOOL 


ROADWAYS AND PARKING AREAS WERE PAVED AND GROUND 
LIGHTING WAS INSTALLED. 
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FOR THE DEPARTMENT OF HEALTH (continuep) 


NEW BUILDINGS PROVIDED (contmuep) 
THISTLETOWN—ONTARIO HOSPITAL 


GYMNASIUM AND SWIMMING POOL BUILDING. 
POWER HOUSE ADDITION FOR ELECTRICAL SUB. STATION. 


IN ADDITION MAJOR RENOVATIONS WERE CARRIED OUT TO 

THE MAIN BUILDING, POWER HOUSE AND LAUNDRY,INCLUDING 
THE ELECTRICALSYSTEM; COMPLETE NEW KITCHEN EQUIPMENT 
WAS INSTALLED, ROADWAYS WERE PAVED AND GROUND LIGHTING 
WAS INSTALLED. 


TORONTO—ONTARIO HOSPITAL, 999 QUEEN ST. W. 


POWER HOUSE 
LAUNDRY BUILDING 
GREENHOUSE 


2 DINING AND KITCHEN ADDITIONS TO MAIN BUILDING 


EXTENSIVE IMPROVEMENTS TO THE ELECTRICAL SERVICES 
INCLUDED NEW UNDERGROUND FEEDER LINES AND REWIRING 
OF THE MAIN BUILDING AND AUDITORIUM, AND OTHER AREAS. 
THE MAIN TRUNK SEWER, AND STORM AND SANITARY SEWERS 
ON THE WEST SIDE WERE RECONSTRUCTED. PLUMBING IN THE 
MALE AND FEMALE WARDS WAS REPLACED. 


TORONTO-—360 CHRISTIE ST. 


ADDITION TO RADIATION PROTECTION LABORATORY BUILDING , 
ADDITION TO SUB-STATION 


TORONTO-—PSYCHIATRIC HOSPITAL 


ADDITION TO CENTRE WING «+ 
1-STOREY ADDITION TO BOILER ROOM 


THE BOILER ROOM WAS RENOVATED AND OIL BURNERS AND 

A DIESEL STANDBY POWER UNIT INSTALLED. PLUMBING 

AND ELECTRICAL SERVICES WERE RENOVATED. THE OLD 
ZION CHURCH ANNEX WAS RENOVATED AND FIREPROOFED AND 
OIL FIRED FURNACES INSTALLED. A FIRE ALARM SYSTEM 

WAS INSTALLED TO PROTECT HOSPITAL AND ANNEX. 
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FCR THE DEPARTMENT OF HEALTH (concvupep) 


NEW BUILDINGS PROVIDED (concLubED) 
WHITBY—ONTARIO HOSPITAL 


MALE AND FEMALE INSULIN WARD ADDITIONS 
TRADES AND OCCUPATIONAL THERAPY BUILDING 
SEWAGE DISPOSAL PLANT 

SEA WALL FOR SHORE PROTECTION 

ADDITION TO DINING ROOM 

TRANSFORMER ROOM ADDITION TO POWERHOUSE 


EXTENSIVE WORK WAS DONE FOR RENOVATION OF 
ELECTRICAL, PLUMBING AND HEATING SERVICES. 
THE STORM SEWER SYSTEM WAS RECONSTRUCTED. 


WOODSTOCK-—ONTARIO HOSPITAL 


560-BED CHEST DISEASES DIVISION BUILDING 
TRADES BUILDING 

PASTEURIZATION BUILDING 

PIGGERY AND BOAR PENS 

SLAUGHTER HOUSE 

POWER HOUSE ADDITION 

NEW }06,000 GALLON RESERVOIR 


TORONTO—ALCOHOLIC RESEARCH FOUNDATION 


MAJOR RENOVATIONS WERE COMPLETED TO THE BUILDING 
NOW HOUSING THE FOUNDATION. 
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FOR THE DEPARTMENT OF HIGHWAYS 


NEW BUILDINGS PROVIDED 


DIVISIONAL GARAGES WERE CONSTRUCTED AT 
LOCATIONS: 


BANCROFT 

CHATHAM 

HUNTSVILLE 

KENORA 

KINGSTON 

OTTAWA 

SUDBURY (MC FARLANE LAKE) 
DOWNS VIEW 


OFFICE BUILDINGS AT: 


BANCROFT 

BURLINGTON-TOLL PLAZA BUILDING 
BURLINGTON 

CHATHAM 

COCHRANE 

FORT WILLIAM 

MC FARLANE LAKE (SUDBURY) 

OWEN SOUND 

OTTAWA 

STRATFORD 


STORAGE BUILDINGS AT: 


BURLINGTON 

CHATHAM 

COCHRANE 

HUNTSVILLE 

KENORA 

KINGSTON 

MC FARLANE LAKE (SUDBURY) 
OTTAWA-(STORAGE BUILDING) 


THE FOLLOWING 


OTTAWA-(PAINT AND CARPENTER SHOP) 


PATROL STORAGE GARAGES AT: 


ARDEN 

ARTHUR 
BARRIEFIELD 
BEARDMORE 
BEAVERTON 

BELLE RIVER 
BLOOMFIELD 
BURLINGTON (12 BAY) 
CARLETON PLACE 


COLDWATER 
DUFF’S CORNERS 
EAR FALLS 
GERALDTON 
GODERICH 
GRAFTON - 10 BAYS 
HALIBURTON 
HEARST 
HORNEPAYNE 
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FOR THE DEPARTMENT OF HIGHWAYS (conctupep) 


NEW BUILDINGS PROVIDED (concLup_ep) 


PATROL STORAGE GARAGES AT: 


LANCASTER PORT HOPE 

LINDSAY RED LAKE 

LONDON (NILESTOWN) SHABAQUA 

MARYSVILLE SOUTH ELMSLEY 

MARATHON TIMMINS 

MATTAWA WINCHESTER 

MORRISBURG WAWA 

NEW LISKEARD WOODSTOCK (SWEABURG ROAD) 
PETERBOROUGH 


IN ADDITION A GENERAL HEADQUARTERS ADMINISTRATION BUILDING 
WAS CONSTRUCTED AT DOWNSVIEW, AND AN OFFICE AND LABORATORY 
BUILDING AND CENTRAL STORES BUILDING AT THE SAME LOCATION: 
A PAINT SHOP AT CHATHAM; AND AN ADDITION TO THE DISTRICT 
OFFICE AT PORT HOPE. 


WEIGH SCALE HOUSES HAVE BEEN CONSTRUCTED AT THE FOLLOWING 


LOCATIONS: 
IVY LEA OAKVILLE 
LIVERPOOL PRESCOTT 


LORNE PARK 
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14 
FOR THE DEPARTMENT OF LANDS AND FORESTS 


NEW BUILDINGS PROVIDED 
CHATSWORTH—FISH HATCHERY 


MAJOR RENOVATION OF BUILDINGS AND SERVICES COMPLETED. 
NEW HATCHERY BUILDING 
GARAGE 


CODRINGTON—FISH HATCHERY 


2 RESIDENCES FOR PERSONNEL AND COMPLETE REBUILDING 
OF THE HATCHERY. 


FORT FRANCES— 


DISTRICT OFFICE BUILDING 


GERALDTON 


DISTRICT OFFICE BUILDING 


KAKABEKA FALLS-— 


PARK CONCESSIONS PAVILION. 


KAPUSKASING— 


DISTRICT OFFICE BUILDING 


KEMPTVILLE—HON. G. HOWARD FERGUSON NURSERY 


OFFICE AND STORAGE BUILDING 


KENORA 


RESIDENCE FOR BIOLOGIST 


MAPLE—SOUTHERN RESEARCH STATION. 


OFFICE AND RADIO WORKSHOP BUILDING , 
GREENHOUSE 
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FOR THE DEPARTMENT OF LANDS AND FORESTS (conctupep ; 


NEW BUILDINGS PROVIDED (conciubeEp) 


MAPLE-—SOUTHERN RESEARCH STATION (continuep) 


STAFF RESIDENCE. 
HARD SURFACE ROADWAYS AND PARKING AREAS 


PEMBROKE— 


ADDITION TO OFFICE BUILDING. 
CHIEF RANGER‘'S HEADQUARTERS 


PLEVNA 


2 STAFF RESIDENCES. 


SAULT STE. MARIE—TARENTORUS FISH HATCHERY 


THE HATCHERY WAS RECONSTRUCTED AND TWO NEW 
STAFF RESIDENCES ADDED. 


SAULT STE. MARIE—FOREST INSECT LABORATORY 


ADDITION TO LABORATORY 


SAULT STE. MARIE — AIR SERVICES DIVISION 


ADDITION TO HANGAR BUILDING 


UXBRIDGE FOREST 


GARAGE 


LIMERICK FOREST (KEMPTVILLE) 


IMPLEMENT STORAGE BUILDING 


IN ADDITION TO THE FOREGOING A CONSIDERABLE NUMBER OF 
CABINS, LOOKOUT TOWERS, WAREHOUSES, WORKSHOPS ETC. 
WERE CONSTRUCTED AT VARIOUS LOCATIONS THROUGHOUT THE 
PROVINCE. 
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FOR THE DEPARTMENT OF MINES 
NEW BUILDINGS PROVIDED 
ELLIOT LAKE- 


2 STAFF RESIDENCES 


KIRKLAND LAKE— 


MINING RECORDER'S OFFICE BUILDING. 


FOR THE DEPARTMENT OF PUBLIC WORKS 
NEW BUILDINGS PROVIDED 
TORONTO AREA —PUBLIC BUILDINGS 
801 BAY STREET— 


BUILDING PURCHASED AND RENOVATED FOR 
GOVERNMENT OFFICES 


881 — 887 BAY STREET — 


BUILDING PURCHASED AND RENOVATED FOR PUBLIC 
WORKS GARAGE. 


875.BAY STREET 


BUILDING RENOVATED FOR ONTARIO GOVERNMENT OFFICES 


434 UNIVERSITY AVENUE — 


BUILDING PURCHASED AND RENOVATED FOR ONTARIO 
GOVERNMENT OFFICES. 


444 UNIVERSITY AVENUE — 


BUILDING PURCHASED AND RENOVATED FOR 
ONTARIO GOVERNMENT OFFICES 


204 RICHMOND STREET WEST — 


BUILDING PURCHASED AND RENOVATED FOR ONTARIO 
GOVERNMENT OFFICES 


.60 — 168 RICHMOND STREET WEST — 


OFFICE BUILDING AND TWO HOUSES CONVERTED FOR 
ONTARIO GOVERNMENT OFFICES, 


21 — 27 SURREY PLACE - 


FOUR HOUSES CONVERTED TO OFFICES FOR VARIOUS 
GOVERNMENT DEPARTMENTS. 
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18 
FOR THE DEPARTMENT OF PUBLIC WORKS — (continuep) 


NEW BUILDINGS PROVIDED 


(CONTINUED) 


TORONTO AREA — PUBLIC BUILDINGS (concLubep) 


MIMICO—D.P.W. REGICNAL OFFICES, WORKSHOPS 
AND STORES — 


(A) BUILDING—CONSTRUCTION MACHINERY AND EQUIPMENT BRANCH 
AND OFFICES. 


(B) BUILDING—MECHANICAL SHOPS AND STORES 


(C) BUILDING—REGIONAL OFFICES AND CARPENTER SHOP 
(D) BUILDING—GENERAL STORES 


(E) BUILDING—DIESEL AND ELEVATOR MAINTENANCE SHOPS 
POWER HOUSE. 


ETOBICOKE—ONTARIO WATER RESOURCES COMMISSION 


OFFICE AND LABORATORY BUILDING 


8 YORK STREET — LABOUR BUILDING — 


A NEW ADDITION WAS COMPLETED AND THE 7TH FLOOR WAS 
RENOVATED. 


YONGE AND EGLINTON AVENUE 


ONTARIO HOSPITAL SERVICES COMMISSION OFFICE BUILDING 


PUBLIC BUILDINGS — OUTSIDE TORONTO AREA 


BURWASH ROAD (MC FARLANE LAKE) 


D.P.W. OFFICE AND STORES BUILDING 


SEWAGE TREATMENT PLANT AND INSTALLATION OF STORM AND 
SANITARY SEWER SYSTEM 


PUMP HOUSE AND WATER SUPPLY SYSTEM 


FORT WILLIAM 


THE REGISTRY OFFICE WAS COMPLETELY RENOVATED. 


HUNTSVILLE 


REGIONAL WORKSHOP BUILDING 
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19 
FOR THE DEPARTMENT OF PUBLIC WORKS (concLupep) 


NEW BUILDINGS PROVIDED  (conciupep) 
RUBLIC BUILDINGS — OUTSIDE TORONTO AREA (concLupDED) 
KEMPTVILLE 


ONTARIO GOVERNMENT OFFICE AND 
STORAGE BUILDING. 


LINDSAY — 


ONTARIO GOVERNMENT OF FICE BUILDING. 


PORT ARTHUR — 


REGISTRY OFFICE 
D.P.W. OFFICE AND STORES BUILDING 


4—BAY GARAGE, WORKSHOP AND OFFICE 


SAULT STE. MARIE — 


REGISTRY OFFICE 
ONTARIO GOVERNMENT OFFICE BUILDING 


SUDBURY — COURT HOUSE 


EXTENSION NO. 1 COMPLETED 
EXTENSION NO, 2 COMPLETED 
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IN ADDITION TO THE FOREGOING THE DEPARTMENT OF PUBLIC WORKS RECONSTRUCTED 
THE FOLLOWING FLOOD CONTROL DAMS: 


LOCATION DISTRICT 
BALA SOUTH DAM MUSKOKA 
BAYSVILLE DAM MUSKOKA 


BERNARD LAKE DAM 

BIG LAKE DAM 

BOOTH LAKE DAM 
BOTTLE CREEK DAM 
BURNT ISLAND LAKE DAM 
DOGPAW LAKE DAM 
GOWGANDA DAM 

HARRIS LAKE DAM 

HIGH DAM 

LAKE TRAVERSE DAM 
LANG LAKE DAM 

LARDER LAKE DAM 
LILLABELLE LAKE DAM 
LONGBOW LAKE DAM 
LYNDHURST DAM 
MAGNETAWAN ‘/SMALL‘! DAM 
MARION LAKE DAM 
MINISINAKWA LAKE DAM 
NESTOR FALLS DAM 
NORTH MILNE LAKE DAM 
OXFORD MILLS DAM 
PALMERSTON LAKE DAM 
PAUDASH LAKE DAM 
PICKEREL LAKE DAM 
RYDAL BANK DAM 
SANDFIELD DAM 

SCOTT'S DAM 

THUNDER BAY NURSERY DAM 
THUNDER LAKE DAM 


PARRY SOUND 
ALGOMA—MANITOULIN 
RENFREW NORTH 
PETERBOROUGH 
NIPISSING 

KENORA 

TIMISK AMING 

PARRY SOUND 
NIPISSING 

RENFREW NORTH 
ALGOMA~—MANITOULIN 
COCHRANE SOUTH 
COCHRANE NORTH 
KENORA 

LEEDS 

PARRY SOUND 
NIPISSING 

NICKEL BELT 
KENORA 

NIPISSING 
GRENVILLE—DUNDAS 
FRONTENAC-ADDINGTON 
HASTINGS WEST 
RAINY RIVER 

RAINY RIVER 
ALGOMA~—MANITOULIN 
PARRY SOUND 

FORT WILLIAM 
KENORA 


i¢ 


24.7 tA Pe, 


mr g BRIE 


aed AS A 
" ae aes te! | 


Vie SHAD BTOOR) a 


440 Ae er 
eeriect CE os 
a Ci PEW 

j aT AR 


ACL BETH 


vA aT ASA - 
‘5? Jain aw 
rTPAts 

+ HiT se Ab 


cae. ce 


rye 


21 
FOR THE DEPARTMENT OF REFORM INSTITUTIONS 


NEW BUILDINGS PROVIDED 
BOWMANVILLE — BOYS’ TRAINING SCHOOL 


DORMITORY BUILDING 
PASTEURIZATION BUILDING 
PIGGERY 

SEWAGE TREATMENT PLANT 


THE DINING HALL AND KITCHEN WERE COMPLETELY RENOVATED 
AND RE-EQUIPPED. A DAM WAS RECONSTRUCTED TO STORE 
CREEK WATER FOR INSTITUTIONAL USE. THE ELECTRICAL 
DISTRIBUTION SYSTEM WAS RENOVATED. CONSIDERABLE 
ROADWORK WAS DONE. 


BRAMPTON — TRAINING CENTRE FOR WOMEN 


NEW TRAINING CENTRE FOR WOMEN 


RIDEAU INDUSTRIAL FARM — BURRITTS RAPIDS 


SECURITY SECTION IN NEW ADDITION 
4—BAY GARAGE 

PAINT AND WOODWORK SHOP 
SEWAGE DISPOSAL PLANT 

HEIFER BARN 


NO. 3 WELL WAS DRILLED AND EQUIPPED TO AUGMENT 
FAILING WATER SUPPLY. THE MAINTENANCE SHOP WAS 
CONVERTED TO ENLARGE TAILOR SHOP. A FIRE ALARM 
SYSTEM WAS INSTALLED. 


BURTCH — INDUSTRIAL FARM 


ADMINISTRATION BUILDING 
STAFF RESIDENCE 

SEWAGE TREATMENT PLANT 
POWER HOUSE 

WATER RESERVOIR 


BURWASH — INDUSTRIAL FARM 


CAMP 2 — CENTRAL HEATING PLANT. 
DEEP WELL, PUMP HOUSE, EMERGENCY WATER 
SUPPLY. 
ELECTRICAL SUB. STATION. 


CAMP 5 — 200—BED DORMITORY AND CELL BLOCK 
NEW WATERWORKS SYSTEM 
SEWAGE TREATMENT PLANT 
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FOR THE DEPARTMENT OF REFORM INSTITUTIONS (continvep) 


NEW BUILDINGS PROVIDED (continuep) 


BURWASH — INDUSTRIAL FARM (continuep) 


ELECTRICAL SERVICES AT CAMP 2 AND CAMP 5 WERE 

GREATLY IMPROVED AND EXTENDED WITH ADDED DIESEL 
GENERATORS AND TRANSFORMERS. EXTENSION 

OF STREET LIGHTING AND SERVICES TO NEW BUILDINGS, REWIRING 
AND IMPROVING EXISTING SERVICES. A FIRE ALARM SYSTEM 

WAS INSTALLED AND ADDITIONAL FIRE HYDRANTS INCLUDED 

IN THE WATERWORKS EXPANSION. 


COBOURG — BOYS’ TRAINING SCHOOL 


THE BOYS‘ DINING AREA WAS EXPANDED. NEW BOILERS WERE 
INSTALLED AT STRATHMORE HOUSE AND HEATING PLANTS AT 
STRATHMORE AND AT ROWE HOUSE CHANGED FROM COAL. TO OIL 
FIRING. A NEW SEWAGE PUMPING STATION WAS BUILT, SANITARY 
AND STORM SEWERS INSTALLED, AND A CREEK DIVERTED TO 
PERMIT PROPER DRAINAGE. WATER SUPPLY INCREASED AND 
THE PLUMBING AND ELECTRIC SERVICES WERE RENOVATED, 


ELLIOT LAKE — INDUSTRIAL FARM 


NEW INDUSTRIAL FARM 


FORT WILLIAM — INDUSTRIAL FARM 


A FORMER ONTARIO HOSPITAL WAS TAKEN OVER FROM THE 
DEPARTMENT OF HEALTH AND CONVERTED TO SERVE AS AN 
INDUSTRIAL FARM. PARTIALLY CONSTRUCTED RESIDENCE NO. 1 

WAS COMPLETED. A DEEP WELL WAS DRILLED AND EQUIPPED TO 
PROVIDE WATER SUPPLY FOR DOMESTIC USE AND FIRE PROTECTION. 
THE MAIN KITCHEN AND LAUNDRY WERE RENOVATED, AND ELECTRICAL 
SERVICES EXTENDED. 


MONTEITH — INDUSTRIAL FARM 


NEW DORMITORY AND STAFF RESIDENCE 


GALT — GIRLS’ TRAINING SCHOOL 


TRAINING SCHOOL BUILDING FOR INCORRIGIBLE GIRLS, 
GARAGE AND STORAGE BUILDING 
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FOR THE DEPARTMENT OF REFORM INSTITUTIONS (continuep) a4 


NEW BUILDINGS PROVIDED (continuep) 
GALT — GIRLS’ TRAINING SCHOOL (continuep) 


ELECTRICAL SERVICES TO ALL BUILDINGS WERE RENOVATED. THE 
HEATING SYSTEM WAS RENOVATED, TWO NEW BOILERS INSTALLED, 
AND SERVICE EXTENDED TO NEW UNIT FOR INCORRIGIBLE GIRLS. 
PLUMBING AND ELECTRICAL SERVICES WERE PROVIDED FOR TWO 
NEW PORTABLE CLASSROOMS. FIRE PROTECTION EQUIPMENT WAS 
IMPROVED. 


GUELPH — ONTARIO REFORMATORY 


ADDITIONS TO KITCHEN AND BAKERY, MAIN CELL BLOCK. 
ADDITION TO CANNERY, 

GYMNASIUM: 

CANNERY WASTE DISPOSAL PLANT 


THE KITCHEN AND BAKERY IN THE MAIN CELL BLOCK WERE 
REMODELLED AND ENLARGED AND NEW ELECTRIC OVENS 

AND EQUIPMENT INSTALLED. THE MAIN ELECTRIC SUB. 
STATION WAS REBUILT AND ENLARGED. A NEW DIESEL 
GENERATOR SET WAS INSTALLED IN THE POWER HOUSE. THE 
POWER LINE TO THE MAIN BUILDING WAS RENEWED. NEW 
STEAM PIPING WAS INSTALLED IN THE PIGGERY BARNS AND 
ABATTOIR. THE WOOLLEN AND PLANING MILLS WERE REWIRED 
AND NEW MODERN EQUIPMENT INSTALLED IN THE WOOLLEN 
MILL. THE SEWAGE TREATMENT AND DISPOSAL PLANT WAS 
RENOVATED. NEW PLUMBING FIXTURES AND EQUIPMENT WERE 
INSTALLED IN WASHROOMS IN DORMITORIES A, B ANC C. THE 
LAUNDRY WAS RE—EQUIPPED. 


GUELPH — TRAINING SCHOOL FOR INCORRIGIBLE BOYS 


A NEW TRAINING SCHOOL FOR INCORRIGIBLE BOYS WAS CONSTRUCTED 
ON ONTARIO REFORMATORY PROPERTY. 


KENORA — DISTRICT JAIL 


3 NEW WINGS ADDED. 
SEWAGE TREATMENT PLANT. 


MILLBROOK — ONTARIO REFORMATORY 


A NEW REFORMATORY FOR PSYCHOPATHIC PRISONERS WAS 
COMPLETED. 3 STAFF RESIDENCES WERE CONSTRUCTED 
OUTSIDE REFORMATORY ENCLOSURE. 

SEWAGE DISPOSAL PLANT 
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FOR THE DEPARTMENT OF REFORM INSTITUTIONS (conctupep) 


NEW BUILDINGS PROVIDED (conctupep) 
MIMICO — ONTARIO REFORMATORY 


NO. 4 DORMITORY 
NO. 2 DORMITORY 


A STORM SEWAGE SYSTEM WAS COMPLETED 


PORT BOLSTER — GIRLS’ TRAINING SCHOOL 


PROPERTY WAS PURCHASED AND LARGE RESIDENCE 
RECONSTRUCTED TO PROVIDE A NEW TRAINING SCHOOL FOR 
GIRLS. 

NEW WATER SUPPLY SYSTEM INSTALLED INCLUDING 
UNDERGROUND RESERVOIR AND A PUMPING STATION 


FOR THE DEPARTMENT OF TRANSPORT 
NEW BUILDINGS PROVIDED 
DOWNSVIEW — DRIVER EXAMINATION CENTRE 


DRIVER EXAMINATION BUILDING INCLUDING DRIVER'S 
TEST AREA 
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26 
FOR THE DEPARTMENT OF TRAVEL AND PUBLICITY 
NEW BUILDINGS PROVIDED 
LANCASTER — GLENGARRY TOURIST RECEPTION CENTRE 


NEW TOURIST RECEPTION CENTRE 


BARRIE 


NEW TOURIST RECEPTION CENTRE 


DEPARTMENT OF PUBLIC’ WORKS —- ONTARIO 
MEMORANDUM RE BUDGET SPEECH 1962—63 


FOR THE DEPARTMENT OF AGRICULTURE 
PROJECTS UNDERWAY 


a 


GUELPH — ONTARIO AGRICULTURAL COLLEGE 


CONSTRUCT UNIT NO. 3 OF SCIENCE GROUP 

OLD FIELD HUSBANDRY BUILDING — INSTALL NEW WASHROOMS 
VARIOUS BUILDINGS — INSTALL COOLING TOWERS 

PHYSICS BUILDING — REWIRE AND RELIGHT 

REVISE UNDERGROUND STEAM DISTRIBUTION SYSTEM 

MACDONALD HALL — MAJOR RENOVATIONS 

APICULTURE DEPARTMENT — PROVIDE LABORATORY ACCOMMODATION 
OLD BIOLOGY BUILDING — MAJOR RENOVATIONS 

LAUNDRY — INSTALL FLATWORK FOLDER 

PROVIDE SMALL ANIMAL SURGERY LABORATORY 


GUELPH — ONTARIO VETERINARY COLLEGE 


CONSTRUCT POULTRY PATHOLOGY AND VIROLOGY BUILDING 
OLD MEDICAL—SURGICAL BUILDING — CONVERT INTO NEW 
PATHOLOGICAL AND BACTERIOLOGICAL LABORATORY. 
CONSTRUCT PATHOGEN FREE SWINE BUILDING 

ADDITION TO ‘'C*’ BUILDING AT RESEARCH STATION 


KEMPTVILLE — AGRICULTURAL SCHOOL 


CONSTRUCT NEW HEATING PLANT 


NEW LISKEARD — DEMONSTRATION FARM 


VARIOUS BUILDINGS —- EXTEND FIRE ALARM SYSTEM 


RIDGETOWN — WESTERN ONTARIO AGRICULTURAL SCHOOL 


FIELD HUSBANDRY BUILDING — INSTALL AIR MEASURING SYSTEM 


SIMCOE — EXPERIMENT SUB. STATION 


CONSTRUCT RESIDENCE FOR FOREMAN 
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FOR THE DEPARTMENT OF ATTORNEY GENERAL 
PROJECTS UNDERWAY 
ONTARIO PROVINCIAL POLICE 
DETACHMENT BUILDINGS 


MANITOUWADGE — CONSTRUCT NEW DETACHMENT BUILDING 
WAWA — CONSTRUCT NEW DETACHMENT BUILDING 

ELK LAKE — INSTALL HEAVY DUTY ELECTRIC SERVICE 
HEARST — PAVE DRIVEWAY 

KENORA — INSTALL BOAT HANDLING EQUIPMENT 

RAINY RIVER — ERECT 1—CAR GARAGE 

SAULT STE. MARIE — ERECT RADIO STATION 

WHITBY — INSTALL GASOLINE GENERATOR 

SMOOTH ROCK FALLS — PAVE DRIVEWAY 

TEMAGAMI — PAVE GARAGE ENTRANCE AND PARKING AREA 


HOUSING UNITS 


COCHRANE — PAVE DRIVEWAY 
DRYDEN — ERECT 2 FRAME GARAGES 
HEARST — PAVE DRIVEWAYS 


COURTHOUSES AND REGISTRY OFFICES 


(REFER TO PUBLIC WORKS) 
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FOR THE DEPARTMENT OF EDUCATION 
PROJECTS UNDERWAY 


BELLEVILLE — ONTARIO SCHOOL FOR THE DEAF 


NEW VOCATIONAL TRAINING BUILDING 
EXTENSION AND REVISIONS TO WATER DISTRIBUTION 
SYSTEM 


BRANTFORD — ONTARIO SCHOOL FOR THE BLIND 


CONSTRUCT SENIOR BOYS DORMITORY BUILDING 
VARIOUS BUILDINGS — INSTALL FIRE ALARM SYSTEM 
MANUAL TRAINING BUILDING — INSTALL NEW FLOOR 


MILTON — ONTARIO SCHOOL FOR THE DEAF 


CONSTRUCT NEW SCHOOL FOR THE DEAF — UNIT NO. 1 


PROVINCIAL INSTITUTE OF TRADES — TORONTO 


15 BREADALBANE STREET — MAJOR RENOVATIONS TO 
PROVIDE TRADE SCHOOL 


25 WELLESLEY STREET — MAJOR RENOVATIONS TO 
PROVIDE TRADE SCHOOL 


NASSAU STREET — SUPPLY AND INSTALL EXHAUST FAN 
-— SUPPLY AND INSTALL SAWDUST 


EXHAUST SYSTEM 


-— ALTERATIONS TO PROVIDE SPACE FOR 
TRAINING OF CHEFS, COOKS ETC. 


SUSSEX AND SPADINA AVE. — ALTERATIONS TO PROVIDE 
ACCOMODATION FOR HAIR DRESSING SCHOOL 


INSTITUTES OF TECHNOLOGY 


TORONTO — CONSTRUCT RYERSON INSTITUTE UNIT NO. 3 

HAMILTON — RENOVATIONS TO PROVIDE 2 CLASSROOMS 
— INSTALL VENTILATING SYSTEM 

OTTAWA — CONSTRUCT NEW BUILDING 


TEACHERS’ COLLEGES 


WINDSOR — CONSTRUCT NEW TEACHERS! COLLEGE | 
CONSTRUCT SEWAGE DISPOSAL PLANT 
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FOR THE DEPARTMENT OF EDUCATION (concLupep) 
PROJECTS UNDERWAY (concLupep) 
TRADES SCHOOLS 


CONSTRUCTION OF NEW PROVINCIAL INSTITUTE OF 
TRADES SCHOOLS AT THE FOLLOWING LOCATIONS: 


LONDON 
OTTAWA 
SAULT STE. MARIE 


LONGFORD MILLS—ONTARIO ATHLETIC LEADERSHIP CAMP 


CONSTRUCT WASHROOMS 
ESTABLISH SPORTS FIELD 
SUPPLY AND INSTALL ELECTRIC SERVICE 
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FOR THE DEPARTMENT OF HEALTH 
PROJECTS UNDERWAY 
PROVINCIAL INFIRMARIES 
GODERICH 


CONSTRUCT NEW INFIRMARY 


PALMERSTON 


CONSTRUCT NEW INFIRMARY 


OWEN SOUND 


CONSTRUCT NEW INFIRMARY 


ONTARIO HOSPITALS 
AURORA 


SUPPLY AND INSTALL GROUND LIGHTING 


BROCK VILLE 
POWER HOUSE — INSTALL STAND-BY GENERATOR 


GROUNDS — LANDSCAPE EAST ROADWAY AREA 
NURSES’ RESIDENCE — INSTALL NEW ELEVATOR 


BYRON (BECK SANITORIUM) 


DEMOLITION OF OLD FOUNDATIONS 
RENOVATIONS TO CROMBIE BUILDING 


COBOURG 


DAY CARE CENTRE — ALTERATIONS INCLUDING NEW FIRE 
ESCAPE 


MAIN BUILDING — ALTERATIONS TO PROVIDE NEW ELEVATOR 
SHAFT 


ERECT IMPLEMENT SHED 
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FOR THE DEPARTMENT OF HEALTH (continuep) 


PROJECTS UNDERWAY  (continuep) 


ONTARIO HOSPITALS (continuep) 


HAMILTON 


EXTENSION TO INFIRMARY BUILDING 

VARIOUS BUILDINGS — EXTEND FIRE ALARM SYSTEM 
GROUNDS — PROVIDE STREET LIGHTING 

ORCHARD HOUSE — RE—WIRE AND RE—LIGHT 


KINGSTON 


GROUNDS — ERECT CHAIN LINK FENCE 


LONDON 


CONSTRUCT NEW LAUNDRY BUILDING 


NEW TORONTO 


ELECTRICAL — INSTALL UNDERGROUND FEEDER TO 
HEATING PLANT 


ADMINISTRATION BUILDING — INSTALL NEW ELEVATOR 
GROUNDS — INSTALL STREET LIGHTING 


NORTH BAY 


VARIOUS BUILDINGS — INSTALL GREASE TRAPS IN 
DISHWASHING ROOMS 


RENOVATIONS TO TUNNEL TO PROVIDE FACILITIES FOR 
DRY GARBAGE COLLECTION 


ORILLIA 


CONSTRUCT NEW PAVILION, LAUNDRY AND TRADES BUILDING 


ORILLIA ANNEX — GRAVENHURST 


ALL BUILDINGS — RENOVATE WATER SUPPLY SYSTEM 
~ RENOVATE ELECTRIC SERVICE 
— INSTALL NEW STEAM LINES 
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FOR THE DEPARTMENT OF HEALTH (continvep) 
eee ee eee ee 
PROJECTS UNDERWAY (continuep) 


ONTARIO HOSPITALS (continuep) 


ee ge a 


PORT ARTHUR 


CONSTRUCT IMPLEMENT SHED 
CONSTRUCT ROOT HOUSE 


ST. THOMAS 


FARM AREA — INSTALL 8 INCH WATER MAIN 
GROUNDS — INSTALL STREET LIGHTING 


SMITHS FALLS 


LAUNDRY — INSTALL VELOCITY STEAM UNIT 
POWER HOUSE — INSTALL SOOT AND FLYASH CONTROLS 


THISTLETOWN 


MAIN BUILDING — INSTALL SECURITY SERVICES 


TORONTO 


CONSTRUCT NEW PSYCHIATRIC HOSPITAL 
CONSTRUCT NEW SCHOOL OF NURSING 


WHITBY 
CONSTRUCT NEW SCHOOL OF NURSING 
OLD ADMINISTRATION BUILDING — RE—WIRE AND INSTALL 
NEW FIXTURES. 
KITCHEN AND DINING ROOM BUILDING ~— RE—WIRE AND INSTALL 
NEW FIXTURES. 
VARIOUS BUILDINGS — EXTEND FIRE ALARM SYSTEM 
AMUSEMENT HALL — INSTALL TRANSFORMER 
KITCHENS NO. 1 & 2 — SUPPLY AND INSTALL VENTILATION 
SYSTEM. 


WOODSTOCK 


CHEST DISEASE DIVISION — MAJOR RENOVATIONS TO 
VARIOUS BUILDINGS 


WARDS 3 AND 4 C.D. — REWIRE AND RELIGHT 
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FOR THE DEPARTMENT OF HEALTH (conctupep) 
PROJECTS UNDERWAY  (concLupep) 
ONTARIO HOSPITALS (conctupep) 


WOODSTOCK (concLuDeED) 


LAUNDRY — INSTALL FLATWORK IRONER AND FOLDER 
GROUNDS — T. B. DIVISION — INSTALL STREET LIGHTING 
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FOR THE DEPARTMENT OF HIGHWAYS 
PROJECTS UNDERWAY 


CONSTRUCTION OF PATROL GARAGES AT THE 
FOLLOWING LOCATIONS: 


CLOYNE 4 BAY 
CRYSTAL BEACH 6 BAY 
DURHAM (OWEN SOUND) 5 BAY 
GOSHEN 4 BAY 
MINDEN 4 BAY 
NAGAGAMI 4 BAY 
STRATHROY 5S BAY 
ST. MARYS S BAY 
WALLACEBURG 4 BAY 
WALKERTON 5 BAY 
WHITE FISH (SUDBURY) 4 BAY 


SAULT STE. MARIE 


DISTRICT REPAIR GARAGE AND STORAGE BUILDING 


HUNTSVILLE 


OFFICE ADDITION 


DOWNSVIEW 


CONSTRUCT AN INCINERATOR 
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FOR THE DEPARTMENT OF LANDS AND FORESTS 


PROJECTS UNDERWAY 


. ANGUS 


CONSTRUCT NEW SEED EXTRACTING PLANT 


CHATSWORTH 


HATCHERY — RECONSTRUCTION OF PONDS, NEW GARAGE 


DORSET 


CONSTRUCT NEW SEWAGE DISPOSAL PLANT 
DORMITORY - INSTALL DE—ICING CABLES 


DUNNVILLE 


CONSTRUCT OFFICE BUILDING AND BOAT HOUSE 


HILLS LAKE 


HATCHERY — MAJOR REPAIRS TO CONCRETE FLUMES 


MAPLE 


CONSTRUCT NEW WATERWORKS SYSTEM 
HEADER HOUSE — EXTEND ELECTRIC SERVICE 


PARRY SOUND 


CONSTRUCT NEW CHIEF RANGER'S HEADQUARTERS 


SWASTIKA 


eee 


INSTALL NEW IRRIGATION SYSTEM 


TIMMINS 


CONSTRUCT NEW MAINTENANCE BUILDING 
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FOR THE DEPARTMENT OF PUBLIC WORKS 


PROJECTS UNDERWAY 


TORONTO 
QUEEN’S PARK 


CONTINUED DEVELOPMENT OF THE QUEEN'S PARK AREA 
FOR CONSOLIDATION OF THE VARIOUS GOVERNMENT 
DEPARTMENTS NOW DISPERSED 


MAIN BUILDING — OUTSIDE FLOODLIGHTING STAGE 2 
_ -— RENOVATE FIRE ALARM SYSTEM 


GROSVENOR AND SURREY PLACE ~ DEMOLITION OF 
ATHELMA APARTMENT BUILDING 


8 YORK STREET — LABOUR BUILDING 


MAJOR RENOVATIONS TO FRONT ELEVATOR 


OSGOODE HALL 


VARIOUS WASHROOMS — RENEW PLUMBING FIXTURES 

WEEKLY COURT — PROVIDE AIR-CONDITIONING AND 
RENOVATE PENT HOUSE 

WEST WING AND LIBRARY— MAJOR ALTERATIONS 


ONTARIO GOVERNMENT BUILDINGS 


MC FARLANE LAKE 


INSTALL STREET LIGHTING 
INSTALL CHAIN LINK FENCE 
PAVING ROADS AND PARKING AREA 
GRADING LANDSCAPING ETC. 


WINDSOR 


CONSTRUCT NEW GOVERNMENT OFFICE BUILDING ' 


KENORA 


CONSTRUCT NEW GOVERNMENT OFFICE BUILDING 


Naser pata a . 


7 4 > 
: oe 
“a WNT Joe ‘baa ath VaR 19. 4 


auke ty star ak, Me Sere | 


"<2. 


‘ae ni now AL pugt 


oy ep ne One oes ann 


' 
VEO TARA een RES AY HEA ee 
. 
—- 
ATR Mee) 
Fi ne a 
(ery ete 2p) — S2cOSncaw Wana 
nwo ay Worse i> V¥IAsse 
¢ a 3 VO" 7 7 : 
z 7 . a) RAS SLD | TA Ge “ay 


H08 (KAEMASYDO nae 


— eS SS 


see av iii 


mete ee a ne — A ED 


RSA'TAIM 

AT SOV tI Ati 2a Trl 
MaipAS ote toe AAVAR 
> *) VARS 


CeCe si 


COMES i 


rai. fue eI ~ lit VORA Te ere 


TAME SIFTS Pree 7 os FUT ee 


! 
i 


FOR THE DEPARTMENT OF PUBLIC WORKS (concLubep) 


PROJECTS UNDERWAY (concLupep) 


COURT HOUSES AND REGISTRY OFFICES 


PARRY SOUND 


CONSTRUCT NEW REGISTRY AND LAND TITLES BUILDING 
INSTALL FIRE ALARM SYSTEM 


KENORA 


CONSTRUCT NEW REGISTRY AND LAND TITLES BUILDING 


PORT ARTITUR 


PROVIDE SIDEWALKS TO REGISTRY OFFICE 


SAULT STE. MARIE 


MAJOR RENOVATIONS AND REPAIRS, 
INSTALL 2 NEW OIL FURNACES 


SUDBURY 


LANDSCAPING AND PAVING 


COCHRANE 


LANDSCAPING AND PAVING 


DAMS, DOCKS AND LOCKS 
RECONSTRUCTION OF THE FOLLOWING DAMS, DOCKS AND LOCKS: 


GO HOME LAKE 

MAHZENAZING RIVER DAM 
KENOGAMISIS LAKE DAM 
BLINDFOLD LAKE DAM 

IVANHOE LAKE. DAM 

BIRCH LAKE DAM 

LITTLE RAPIDS DAM 

BEAR LAKE DAM 

TILDEN LAKE DAM 

BASSWOOD LAKE DAM 

KASHE LAKE DAM 

MICHAEL’S BAY LAMPREY BARRIER 
EVANGALINE LAKE DAM 
GRAVENHURST FIRE COLLEGE DOCK 
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FOR DEPARTMENT OF REFORM INSTITUTIONS 


PROJECTS UNDERWAY 
INDUSTRIAL FARMS 
BURTCH 


ALL BUILDINGS — RENEW HAZARDOUS WIRING 
CATTLE BARN — INSTALL HYDRO AND WATER SERVICES 


MONTEITH 


CONSTRUCT DORMITORY NO. 2 


REFORMATORIES 
GUELPH 
CONSTRUCT NEW ABATTOIR 


CONSTRUCT NEW INCINERATOR 
POWER HOUSE — INSTALL WATER TREATMENT SYSTEM 


MIMICO 


CONSTRUCT NEW ADMINISTRATION BUILDING 


TORONTO — ANDREW MERCER 


INSTALL NEW ELECTRICAL AND LIGHTING SERVICES 


TRAINING SCHOOLS 
GALT  (GIRLS’) 


REVISE UNDERGROUND STEAM DISTRIBUTION 


LINDSAY (GIRLS’) 


CONSTRUCT NEW TRAINING SCHOOL FOR GIRLS 


BOWMANVILLE (BOYS’) 


CONSTRUCT NEW WOODWORKING SHOP 
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FOR DEPARTMENT OF REFORM INSTITUTIONS (conctupep) 
PROJECTS UNDERWAY (concLupeD) 
TRAINING SCHOOLS (concLupep) 


COBOURG (BOYS’) 


CONSTRUCT NEW SCHOOL BUILDING 


SIMCOE (BOYS’) 


CONSTRUCT NEW TRAINING SCHOOL FOR BOYS 


DISTRICT JAILS 
FORT FRANCES 


PROVIDE NEW INCINERATOR 


NORTH BAY 


CONSTRUCT ADMITTING ROOM 


PORT ARTHUR 


VARIOUS BUILDINGS — INSTALL FIREPROOF DOORS, ETC. 
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FOR DEPARTMENT OF TRAVEL AND PUBLICITY 
PROJECTS UNDERWAY 
WINDSOR 


NEW TOURIST RECEPTION CENTRE 
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DEPARTMENT OF ‘PUBLIC WORKS — ONTARIO 


MEMORANDUM RE BUDGET SPEECH 1962-63 
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FOR THE DEPARTMENT OF AGRICULTURE 


NEW PROJECTS REQUESTED 


BRADFORD — FRUIT INSPECTION STATION 


PAVE ENTRANCE, YARD AREA, AND EXIT 


CAYUGA (KOHLER) RURAL YOUTH TRAINING CENTRE 


—e——_—_—_—————————————— 


CONSTRUCT REEL HOUSE 
CONSTRUCT UNDERGROUND CONCRETE RESERVOIR 


GUELPH — ONTARIO AGRICULTURAL COLLEGE 


HORTICULTURAL GREENHOUSE — CONSTRUCT NEW GREENHOUSE 
SHEEP BARN — CONSTRUCT FIRST UNIT OF NEW BARN 
STORAGE BUILDING — CONSTRUCT STEEL STORAGE BUILDING 


ARKELL FARM — CONSTRUCT LEAN~—TO TO TURKEY INCUBATION LABORATORY 


— CONSTRUCT TURKEY BREEDER HOUSE 


— CONSTRUCT FRAME BUILDING AT LAMB FEEDING RESEARCH 


BARN 
— CONSTRUCT IMPLEMENT SHED 
— CONCRETE AND FENCE IN BOAR PENS 
— COMPLETE PAVING OF ROADWAYS 


FIRE HALL — CONSTRUCT ONE--STORY EXTENSION 
POULTRY PLANT — CONSTRUCT POULTRY SUMMER HOUSE 
POWER PLANT — CONSTRUCT NEW BUILDING 
VARIOUS BUILDINGS — INSTALLATION OF I.B.M. CLOCK SYSTEM 
— CONTINUE FIREPROOFING BUILDINGS 
FIELD HUSBANDRY BUILDING — INSTALL FREIGHT ELEVATOR 
CHEMISTRY BUILDING — REWIRE AND RELIGHT 
— INSTALL DUMB WAITER 
PHYSICS BUILDING — INSTALL FREIGHT ELEVATOR 
TRENT HOUSE — INSTALL FREIGHT ELEVATOR 
MAIN STOCK PAVILION — REWIRE AND RELIGHT 
DINING HALL — REWIRE AND RELIGHT 


HORTICULTURE SOIL STERILIZER BUILDING — CONSTRUCT NEW BUILDING 


GREENHOUSES — REWIRE AND PROVIDE ADDITIONAL LIGHTING 
HORTICULTURAL BUILDING — INSTALL SERVICES TO PROVIDE 
PROCESSING LABORATORY 


GRAHAM HALL — ALTERATIONS AND RENOVATIONS IN POULTRY GRADING 


LABORATORY 
— ALTERATIONS TO PROVIDE TWO LABORATORIES 
FOR AVIAN GENETICS RESEARCH 


— EXTENSION TO POULTRY PHYSIOLOGY LABORATORY 


APICULTURE AREA - INSTALL STORM SEWERS 
POULTRY EXPERIMENTAL AREA — INSTALL STORM SEWERS 


COLLEGE LANE — EXTEND STORM SEWER AND INSTALL CATCH BASINS 


DAIRY BARN — ALTERATIONS AND RENOVATIONS TO CALF PENS 
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FOR DEPARTMENT OF AGRICULTURE (continue) 
NEW PROJECTS REQUESTED = (continuep) 
GUELPH — ONTARIO AGRICULTURAL COLLEGE — (continuep) 
FIELD HUSBANDRY BUILDING — PROVIDE WASHROOM FACILITIES 
AGRICULTURE CLASSROOM — CONVERT TO LABORATORY SPACE 
MILLS HALL — REWIRE AND RELIGHT 


JUDGING PAVILION — REWIRE AND RELIGHT 
ADMINISTRATION BUILDING — INSTALL 8 INCH WATERMAIN 


GUELPH — MACDONALD INSTITUTE 


CONSTRUCT NEW BUILDING TO HOUSE 400 STUDENTS 
WEST WING — ALTERATION S TO PRINCIPAL'S FLAT TO PROVIDE 


FACILITIES TO EXERCISE HOME MANAGEMENT 
OLD BUILDING — MAJOR ALTERATIONS TO FIRST AND SECOND FLOORS 


GUELPH — ONTARIO VETERINARY COLLEGE 


ALUMNI HALL — CONSTRUCT STUDENT RESIDENCE 
RESEARCH STATION — CONSTRUCT BUILDING FOR VOLATILE 
STORES 
— CONSTRUCT BUILDING FOR VOLATILE LIQUID PROCESSING 
— CONSTRUCT BUILDING FOR ARTIFICIAL INSEMINATION 
RESEARCH 
MAIN BUILDING - PATHOLOGICAL MUSEUM — COMPLETE FURNISHING 
MUSEUM 
— FIREPROOF ATTIC AREA 


KEMPTVILLE — AGRICULTURAL SCHOOL 


VETERINARY LABORATORY — CONSTRUCT ANIMAL HOLDING UNIT 
BOYS’ RESIDENCE, NORTH AND WEST WING — RENOVATE AND 
RE—FURNISH HALF OF PRESENT BUILDING — ALSO ADD 16 DOUBLE 
ROOM EXTENSION, 
DAIRY SCIENCE BUILDING — CONSTRUCT NEW BUILDING 

— RENOVATE PRESENT BUILDING 
DAIRY BARN — CONSTRUCT ADDITION 
REGIONAL VETERINARY LABORATORY — CONSTRUCT WALK-IN COOLER 
ADMINISTRATION BUILDING — PROVIDE FIRE ESCAPES 
ANIMAL HUSBANDRY — INCREASE ELECTRICAL SERVICE 
POULTRY DIVISION — CONSTRUCT ADDITION TO POULTRY HOUSE 


NEW LISKEARD — ONTARIO DEMONSTRATION FARM 


BEEF BARN — INSTALL FIRE PROTECTION EQUIPMENT 
PAVING — PAVE ROADWAYS IN VARIOUS AREAS 
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FOR DEPARTMENT OF AGRICULTURE (conctuvep) 


NEW PROJECTS REQUESTED (conc.upep) 
RIDGETOWN — WESTERN ONTARIO AGRICULTURAL COLLEGE 


CONSTRUCT DAIRY BARN AND EQUIPMENT BUILDING 

CONSTRUCT IMPLEMENT STORAGE BUILDING 

INSTALL FIRE ALARM SYSTEM 

RENOVATIONS AND ALTERATIONS TO PROVIDE REGIONAL 
VETERINARY LABORATORY- 

PROVIDE UNDERGROUND IRRIGATION MAINS TO RESEARCH AREAS 
EXTEND IRRIGATION MAINS TO CAMPUS 

INSTALL STREET LIGHTS ON CAMPUS ROADS 

PAVING — EXTEND PAVING AROUND BUILDINGS 


SIMCOE — HORTICULTURAL EXPERIMENT STATION 


CONSTRUCT IMPLEMENT SHED 
INSTALL FENCE AROUND PROPERTY 


VINELAND — HORTICULTURAL EXPERIMENT STATION 
INSTALL MOTORIZED CONTROL VALVES IN GREENHOUSES 
INSTALL TWO DIESEL ELECTRIC STAND-BY UNITS 
INSTALL CHAMBER AND AUTOMATIC CHLORINATOR ON SEPTIC TANK 
EXTEND IRRIGATION SYSTEM 
CONSTRUCT THIRD PHASE OF IRRIGATION WATERMAIN FROM THE LAKE 
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FOR THE DEPARTMENT OF ATTORNEY GENERAL 
NEW PROJECTS REQUESTED 
ONTARIO PROVINCIAL POLICE 
POLICE COLLEGE 


AYLMER - CONVERSION OF EXISTING BUILDINGS 
TO PROVIDE ACCOMODATION, ETC. 


DISTRICT HEADQUARTERS BUILDING 


CONSTRUCT NEW HEADQUARTERS BUILDINGS AT 
THE FOLLOWING LOCATIONS: 5 


LONDON 

MOUNT FOREST 
NORTH BAY 
PETERBOROUGH 
SAULT STE. MARIE 
SUDBURY 


DETACHMENT BUILDINGS, TYPE ‘*A”’ 


CONSTRUCT NEW DETACHMENT BUILDINGS AT 
THE FOLLOWING LOCATIONS: 


MARATHON 

NOELVILLE 

PORT LAMBTON, (SOMBRA) 
THESSALON 

UPSALA 

WHITE RIVER 


DETACHMENT BUILDINGS TYPE ‘‘B”’ 


CONSTRUCT NEW DETACHMENT BUILDINGS AT 
THE FOLLOWING LOCATIONS: 


ATIKOKAN 
BRUCE MINES 
EMO 

FORT ERIE 
KAPUSKASING 
LONGLAC 
POWASSAN 
PICTON 

ST. CATHARINES 
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FOR THE DEPARTMENT OF ATTORNEY GENERAL (continuep) 


————— _________ Een 


NEW PROJECTS REQUESTED (continvep) 


ONTARIO PROVINCIAL POLICE (continvep) 


DETACHMENT BUILDINGS TYPE ‘‘C”’ 


CONSTRUCT NEW DETACHMENT BUILDINGS AT 
THE FOLLOWING LOCATIONS: 


CAYUGA 
GODERICH 
GUELPH 
MAPLE 
NIPIGON 
OWEN SOUND 
RENFREW 
SIMCOE 
SMITHVILLE 
TIMMINS 
WELLAND 


DISTRICT HEADQUARTERS BUILDINGS 


CHATHAM - ERECT CANOPY OVER FRONT ENTRANCE 
- COMPLETE NEW INSTALLATION OF CELL BLOCK 


PERE - CONSTRUCT TWO STOREY EXTENSION 


DETACHMENT BUILDINGS — MISCELLANEOUS WORK 


APSLEY - LANDSCAPE GROUND 

BARRIE - SUPPLY AND ERECT ILLUMINATED SIGN 
BRITT - PROVIDE NEW SEWAGE DISPOSAL SYSTEM 
CENTRAL PATRICIA - CONSTRUCT THREE CAR GARAGE 


COBOURG - PAVE DRIVEWAY 
EAR FALLS - PAVE DRIVEWAY 
ENGLEHART - PAVE DRIVEWAY 
ESPANOLA - LANDSCAPE GROUNDS 


- BUILD DRY WELL 
- CONSTRUCT GARAGE 
- LANDSCAPE GROUNDS 


FENELON FALLS 


GOGAMA - DRILL WELL AND INSTALL PRESSURE SYSTEM 
KAKABEKA FALLS - CONSTRUCT 2 CAR GARAGE 
KILLALOE - LANDSCAPE GROUNDS, PAVE DRIVEWAY 
MIDDLE FALLS - PAVE DRIVEWAY 
RED LAKE - PAVE DRIVEWAY AND YARD AREA 

- CONSTRUCT STORAGE BUILDING 
SCHRIEBER - CONSTRUCT ADDITIONAL OFFICE SPACE 

- GRADE AND LANDSCAPE GROUNDS 
SEBRINGVILLE - INSTALL FLOOD LIGHTS IN FRONT OF BUILDING 
SIMCOE - INSTALL WATERMAIN FROM TOWN LIMITS 
TILLSONBURG - PAVE PARKING AREA 
WHITBY - LANDSCAPE GROUNDS 


WHITNEY 


- PAVE DRIVEWAY AND PARKING AREA 
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FOR THE DEPARTMENT OF ATTORNEY GENERAL (conciupep) . 
NEW PROJECTS REQUESTED (conectupep) 
ONTARIO PROVINCIAL POLICE (concLupep) 
HCUSING UNITS 


COCHRANE - PAVE DRIVEWAYS OF 2 UNITS 

MATHESON - PAVE DRIVEWAY 

ORANGEVILLE - PAVE DRIVEWAYS OF 4 UNITS 

SHARBOT LAKE - PAVE DRIVEWAY 

STURGEON FALLS - INSTALL SUMP PUMP, INSTALL WEEPING TILE 
TIMMINS - PAVE DRIVEWAYS OF 4 HOUSING UNITS 


GRAVENHURST — ONTARIO FIRE COLLEGE 


- PAVE DRIVEWAYS AND PARKING AREAS 

- CONSTRUCT GATEWAY AT COLLEGE ENTRANCE 

- INSTALL DE-ICING CABLES ON VARIOUS BUILDINGS 
- LANDSCAPE AND GRADE GROUNDS 

- INSTALL 8'' WATER INTAKE FOR FIRE PROTECTION 


COURT HOUSES AND REGISTRY OFFICES 
(REFER TO PUBLIC WORKS) 
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FOR THE DEPARTMENT OF EDUCATION 


NEW PROJECTS REQUESTED 
PROVINCIAL INSTITUTE OF TRADES 


TORONTO - 21 NASSAU STREET 


ALTER BUILDING FOR USE AS ANNEX 
MOVE CAFETERIA FROM BUILDING NO. 2 TO BUILDING NO. 3 


ONTARIC COLLEGE OF EDUCATION 
CONSTRUCT NEW COLLEGES AT THE FOLLOWING LOCATIONS: 


KI NGSTON 


LONDON 
TORONTO (ENLARGE PRESENT BUILDING) 


PROVINCIAL INSTITUTE OF TRADES 


CONSTRUCT NEW PROVINCIAL INSTITUTE OF TRADES BUILDINGS 
AT THE FOLLOWING LOCATIONS: 


BRANTFORD 
CORNWALL 
HAMILTON 
NORTH BAY 
THE LAKEHEAD 
WELLAND 


BELLEVILLE — ONTARIO SCHOOL FOR THE DEAF 


JUNIOR BOYS’ RESIDENCE - TILE FLOOR IN HALLWAY AND PLAYROOM 
HOSPITAL - SUPPLY AND INSTALL FLUORESCENT LIGHTING 
LAUNDRY - BUILD CANOPY OVER LOADING PLATFORMS 


MACHINE SHED - INSTALL STEAM HEATING 

GROUNDS - HARDSURFACE AREA AROUND SENIOR BOYS‘ RESIDENCE 
- SUPPLY AND INSTALL CHAIN LINK FENCE 
- ADDITIONS AND REVISIONS TO DRAINAGE SYSTEM 
- PROVIDE OUTSIDE LIGHTING ON ROADWAYS, ETC. 


BRANTFCRD — ONTARIO SCHOOL FOR THE BLIND 


GROUNDS - PURCHASE AND INSTALL CHAIN LINK FENCE 


FOR THE DEPARTMENT OF EDUCATION (concLupep) 
NEW PROJECTS REQUESTED (concLupep) 
LONGFORD MILLS — ONTARIO ATHLETIC LEADERSHIP CAMP 


INSTALL FIRE HYDRANTS AND FIRE FIGHTING EQUIPMENT 
PROVIDE ROADS AND LANDSCAPING 


INSTITUTES OF TECIINOLCGY 


HAMILTON - CONSTRUCT SECOND-STOREY ADDITION 


TEACHERS COLEEGES 


ST. CATHARINES - CONSTRUCT NEW TEACHERS!’ COLLEGE 
OTTAWA - CONSTRUCT NEW TEACHERS’ COLLEGE 
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FOR THE DEPARTMENT OF HEALTH 
NEW PROJECTS REQUESTED 


ONTARIO HOSPITALS 


AURORA 


CONSTRUCT GRAVITY SANITARY SEWER 


BROCKVILLE 


CONSTRUCT NEW ADMINISTRATION BUILDING 

REPLACE PASSENGER ELEVATOR IN NURSES! RESIDENCE 
INSTALL LIGHTING FOR TENNIS COURTS 

PAVE ROADWAYS AT VARIOUS LOCATIONS 

RENOVATE HORSE STABLE TO FORM ROOT HOUSE 
PROVIDE AMBULANCE ENTRANCE 

COTTAGES 4 & D - INSTALL RAMPS FOR WHEELCHAIRS 


BYRON (BECK SANITARIUM) 


REVISION TO STORM AND SANITARY SEWER SYSTEMS 
RENOVATE ENTRANCE TO VOCATIONAL HALL 
RENOVATE ELECTRICAL SYSTEM 

RENOVATE STEAM DISTRIBUTION SYSTEM 

REVISE AND IMPROVE WATER DISTRIBUTION SYSTEM 


CEDAR SPRINGS 


INSTALL FIELD TILE ON EACH SIDE OF T. V. TOWER 
INSTALL CAMPUS LIGHTING 

CONSTRUCT ONE STOREY IMPLEMENT SHED 

REMOVE REMAINING BUILDINGS NORTH NO. 3 HIGHWAY 
CONSTRUCT TWO WADING POOLS NEAR MAIN BUILDING 


COBOURG 


REPLACE FRAME WARDS WITH FIRE RESISTANT CONSTRUCTION 
CONSTRUCT CONCRETE BLOCK STRUCTURE FOR PAINT SHOP AND 
STOREROOM. 

CONSTRUCT BUILDING FOR EQUIPMENT STORAGE 


HAMILTON 


CONSTRUCT NEW LABORATORY BUILDING 
CONSTRUCT STORES BUILDING 
CONSTRUCT NEW GARAGE 

INSTALL 8'' C.I. WATER SERVICE 
EXTEND FIRE ALARM SYSTEM 
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FOR THE DEPARTMENT OF HEALTH (contmuen) 
NEW PROJECTS REQUESTED (contmuep) 
ONTARIO HOSPITALS (continuep) 
KINGSTON 


RE-ARRANGE SLAUGHTER HOUSE TO PROVIDE STORAGE 

FOR FARM IMPLEMENTS, 

PROVIDE INGREDIENT CONTROL ROOM - WESTWOOD KITCHEN 
PROVIDE OIL FIRED STAND-BY UNIT - ROCKWOOD POWER HOUSE 


LONDON 


CONSTRUCT NEW GREENHOUSE 

CONSTRUCT STORAGE BUILDING 

INSTALL COMBINATION WINDOWS AND SCREENS AND 

IMPROVE HEATING SYSTEM ON BALCONIES OF WARDS 1, 11 AND 13. 
INSTALL, ACOUSTIC TILE IN MAIN CORRIDOR 

EXTEND FIRE ALARM SYSTEM 

PAVING VARIOUS PARKING LOTS AND ROADS 

REVISIONS TO EXISTING STORM SEWERAGE SYSTEM 


NIAGARA PENINSULA 


ny 


CONSTRUCT NEW HOSPITAL SCHOOL (300 BEDS) 


NEW TORONTO 


CONSTRUCT NEW RECEPTION CENTRE 
CONSTRUCT NEW DINING ROOM FOR PATIENTS 
INSTALL NEW EQUIPMENT IN POWER PLANT 
LAUNDRY - INSTALL VENTILATING SYSTEM 


NORTH BAY 


CONSTRUCT NEW HOSPITAL SCHOOL BUILDING AND GYMNASIUM 
CONSTRUCT NEW CLINICAL SERVICES BUILDING 
CONSTRUCT TWO RESIDENCES 


ORILLIA 


CONSTRUCT NEW SCHOOL. BUILDING 

COTTAGE ''O'' - INSTALL NEW ELEVATOR 

REPLACE THREE OLD COTTAGES AND PROVIDE NEW ACCOMODATION 
ADDITION TO PRESENT LABORATORY BUILDING 
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FOR THE DEPARTMENT OF HEALTH (contiuep) 
NEW PROJECTS REQUESTED (continuep) 
ONTARIO HOSPITALS (Conrmuep) 

ORILLIA (concLupep) 


PAVE COURTYARD AREAS - COTTAGES K AND L 

PAVE ROADWAYS AND PARKING AREAS 

RENOVATE VEGETABLE STOREROOM FOR USE AS GARBAGE 

REFRIGERATOR ROOM « 

CONSTRUCT FIRE RESISTANT GARAGE 

COTTAGE A --REMOVE WOODEN VERANDAHS AND REPLACE 
WITH BRICK STRUCTURE« 


ORILLIA (GRAVENHURST ANNEX) 


GAGE BUILDING - RENEW PRIMARY CABLE AND INSTALL 
STAND-BY CABLE 


GAGE BUILDING - RENOVATIONS AND ALTERATIONS TO 
TRANSFORMER VAULTS, ALSO RENEW SECONDARY 


DISTRIBUTION FACILITIES 


IMPROVE GROUND LIGHTING 
RENOVATE AND EXTEND FIRE ALARM SYSTEM 


PORT ARTHUR 


CONSTRUCT A TRADES BUILDING 

CONSTRUCT GARAGE 

LANDSCAPE FRONT AREA OF HOSPITAL 

INSTALL STREET LIGHTING THROUGHOUT GROUNDS 

INSTALL ELEVATOR IN PAVILION F2, FOR LAUNDRY SERVICES. 


PENETANGUISHENE 
ERLE LSS hd chee abana 
CONSTRUCT NEW HOSPITAL - 400 BEDS 
INSTALL REFRIGERATION CABINETS IN MORTUARY 


INSTALL STEAM GENERATOR 
LANDSCAPE COURTYARD 


SAULT STE. MARIE 


CONSTRUCT NEW HOSPITAL - 300 BEDS 
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FOR THE DEPARTMENT OF HEALTH (contmuep) 


NEW PROJECTS REQUESTED (contmuep) 


ONTARIO HOSPITALS (contrmuep) 


SMITHS FALLS 


CONSTRUCT ADDITION TO LAUNDRY BUILDING 
RENOVATE PAVILIONS A & A2 

CONVERT PART OF VEGETABLE STOREROOM TO CREATE 
REFRIGERATION ROOM « 

CONVERT REFRIGERATOR IN STORES AREA TO BECOME 
PART OF Deb PP REE ZSeUN ine 

RENOVATE PASTEURIZATION PLANT 


ST. THOMAS 
LAUNDRY - INSTALL FEATHER RENOVATING MACHINE 
FOR RECONDITIONING PILLOWS 
INFIRMARIES - INSTALL VENTILATING SYSTEM IN MALE AND 
FEMALE INFIRMARIES 
POWER HOUSE - INSTALL FEED WATER HEATER 
GROUNDS - PAVE ADDITIONAL PARKING AREAS 
THISTLETOWN 


ESTABLISH STAFF WASHROOM IN FIRST FLOOR LOCKER ROOM AREA 
PROVIDE AND INSTALL CLOSED CIRCUIT TELEVISION 

SUPPLY AND INSTALL TWO METAL CLAD ACCESS DOORS FROM 
SECOND FLOOR WARDS TO OUTSIDE BALCONIES» 

ARRANGE EROSION CONTROL OF HUMBER RIVER 


TORONTO—PROVINCIAL LABORATORY 
Se Aes ee ede eS 


CONSTRUCT NEW CENTRAL LABORATORY 


TORONTO — 999 QUEEN STREET WEST 


INSTALL STEAM GENERATOR IN POWER HOUSE 
REPLACE ELEVATOR IN WEST WING 
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FCR THE DEPARTMENT OF HEALTI (conctupep) 


NEW PROJECTS REQUESTED (CONCLUDED) 


ONTARIO HOSPITALS (concLupep) 


WHITBY 


INSTALL STATIC REDUCING FLOOR IN OPERATING ROOM 
INSTALL GRANWOOD FLOOR COVERING IN DAY ROOMS, 
SIDEROOMS, DORMITORIES AND CORRIDORS OF COTTAGES 
CONSTRUCT NEW INCINERATOR 

CONSTRUCT NEW SEWAGE PUMPING STATION 

REWIRE AND RELIGHT 5 COTTAGES, 8 RESIDENCES, AND 
PAVILIONS 1&2 +s 

PAVINGIN VARIOUS LOCATIONS 

PROVIDE. STREET LIGHTING ON GROUNDS 


WOCDSTOCK 


EPILEPTIC DIVISION - REWIRE AND RELIGHT AS REQUIRED 
- EXTEND FIRE ALARM SYSTEM 


NORTHERN ONTARIO 


CONSTRUCT NEW HOSPITAL — 300 BEDS 
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FOR DEPARTMENT OF HIGHWAYS 


NEW PROJECTS REQUESTED 
REGIONAL AND DISTRICT OFFICE BUILDINGS 


KINGSTON — CONSTRUCT NEW REGIONAL AND DISTRICT 
OFFICE BUILDING 


DISTRICT OFFICE BUILDINGS 


DOWNSVIEW — CONSTRUCT EXTENSION TO BOILER ROOM AND 
INSTALL BOILER 
-— INSTALL AIRCONDITIONING SYSTEM 


STORAGE GARAGE 


NORTH BAY DISTRICT —- CONSTRUCT 9—BAY MASONRY STORAGE 
GARAGE 


PATROL GARAGES 


CONSTRUCT 3—BAY METAL GARAGES AT THE FOLLOWING LOCATIONS: 


DINORWIC 
UPSALA 
WAHNAPITAE 


CONSTRUCT 4—BAY METAL GARAGES AT THE FOLLOWING LOC ATIONS: 


BATCHAWANA 
COMBER 
EMSDALE 
ROSENEATH 
VARNA 


CONSTRUCT S5— BAY METAL GARAGES AT THE FOLLOWING LOCATIONS: 


APSLEY 
CRAIGHURST 
GRAND BEND 
SESEKINIKA 
THAMESFORD 
STOUFFVILLE 
PETERS CORNERS 


CONSTRUCT 6-BAY METAL GARAGES AT THE FOLLOWING LOCATIONS : 


HAWKESBURY 
PORQUOIS JUNCTION 
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56 
FOR DEPARTMENT OF HIGHWAYS (concupep) 
NEW PROJECTS REQUESTED (conciupep) 
PATROL GARAGES (conciupep) 


CONSTRUCT 8—-BAY MASONRY GARAGES AT THE FOLLOWING LOCATIONS: 


MORRISTON 
TORONTO DISTRICT — HIGHWAYS 401 AND 10 


CONSTRUCT 11—BAY MASONRY GARAGE AT THE FOLLOWING LOCATION: 


HOMER 


y 


FOR THE DEPARTMENT OF LANDS AND FORESTS 


NEW PROJECTS REQUESTED 
FISH HATCHERIES 


DEER LAKE -— RENOVATIONS TO PONDS 
GLENORA — CONSTRUCT WATER INTAKE 
— ALTERATIONS AND RENOVATIONS 
TO OFFICE BUILDING 
CODRINGTON -— INSTALL PIPELINE AND DAM 


EXPERIMENTAL STATION 


MAPLE -— COMPLETE GREENHOUSE AND INSTALL 
GROWTH CHAMBERS 
— INSTALL GRAVITY SEWER SYSTEM AND 
SEWAGE TREATMENT PLANT 
— BIOLOGY BUILDING — ALTERATIONS 
TO AUTOPSY ROOM 


NURSERIES 


SWASTIKA — CONSTRUCT NEW OFFICE BUILDING, 
— CONSTRUCT NEW SHIPPING AND WORKSHOP BUILDING 


HEADQUARTERS BUILDINGS 


WAWA — CONSTRUCT OFFICE BUILDING 
— CONSTRUCT WAREHOUSE 
TEMAG AMI — CONSTRUCT CHIEF RANGER’S HEADQUARTERS 
BANCROFT — CONSTRUCT CHIEF RANGER’S HEADQUARTERS 
GOGAMA — RENOVATIONS TO ELECTRIC POWER LINE 
MCFARLANE LAKE — CONSTRUCT CHIEF RANGER’S HEADQUARTERS 
— CONSTRUCT VEHICLE STORAGE BUILDING 
SIOUX LOOKOUT — CONSTRUCT NEW WATERWORKS SYSTEM 
NYM LAKE — PAVE ROADS ETC, 


DISTRICT OFFICES 


LINDSAY — CONSTRUCT GARAGE AND COLD STORAGE BUILDING 

WHEATLEY — CONSTRUCT NEW OFFICE AND LABORATORY 
BUILDING 

COCHRANE — CONSTRUCT NEW OFFICE BUILDING 


TERRACE BAY — CONSTRUCT NEW OFFICE AND WAREHOUSE 
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FOR THE DEPARTMENT OF LANDS AND FORESTS (conc.upep) 


NEW PROJECTS REQUESTED = (conciupep) 


RESIDENCES 

WHITE RIVER — CONSTRUCT RESIDENCES FOR CHIEF AND 

DEPUTY CHIEF RANGER 
DORSET — CONSTRUCT RESIDENCE FOR FOREST INSTRUCTOR 
GOGAMA — CONSTRUCT RESIDENCE FOR CHIEF RANGER 
— REWIRE STAFF HOUSES 

TERRACE BAY — CONSTRUCT THREE RESIDENCES 

HORNEYPAYNE — CONSTRUCT RESIDENCE FOR CHIEF RANGER 
SUNDRY BUILDINGS 

ALGONQUIN PARK — WEST GATE — CONSTRUCT WATERWORKS SYSTEM 

DORSET — CONSTRUCT NEW DORMITORY 


— CONSTRUCT OFFICE AND RESEARCH LABORATORY 
FORT FRANCES — CONSTRUCT MAINTENANCE BUILDING 
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FOR THE DEPARTMENT OF PUBLIC WORKS 
NEW PROJECTS REQUESTED 
TORONTO 
QUEEN’S PARK 
PARLIAMENT BUILDINGS ~- construct GREENHOUSE AND POTTING SHED 
— INSTALL NEW WIRING IN WEST ATTIC 
— EAST BLOCK — INSTALL POWER AND LIGHTING 
TRANSFORMERS IN BOILER ROOM 


OSGOODE HALL — ELECTRICAL INSTALLATIONS — EXIT LIGHTING 
FOR 16 STAIRWELLS AND 2 FIRE ESCAPES 


ONTARIO GOVERNMENT BUILDINGS 


DOWNSVIEW — (SEE DEPARTMENT OF HIGHWAYS) 

ELK LAKE | — INSTALL WATER SUPPLY INTAKE AND NEW 
PUMPHOUSE 

PORT ARTHUR — CONSTRUCT GOVERNMENT OFFICE BUILDING 

RED LAKE — CONSTRUCT SEWAGE DISPOSAL UNIT 


COURT HOUSES 


PARRY SOUND — MAJOR RENOVATIONS AND ALTERATIONS TO 
INTERIOR 


REGISTRY ORFICES 


GORE BAY — CONSTRUCT ADDITION 

HAILEYBURY — CONSTRUCT NEW REGISTRY OFFICE 

SUDBURY — ALTERATIONS AND RENOVATIONS TO 
INTERIOR 


DAMS, DOCKS AND LOCKS 
RECONSTRUCTION OF THE FOLLOWING DAMS, DOCKS AND LOCKS: 


AYLEN LAKE DAM 
BARLOW LAKE DAM 
CHARLESTON LAKE DOCK 
DELTA DAM 

ENA LAKE DAM 

FOREST LAKE DAM 

LAKE OF TWO RIVERS DAM 
LECROUS DAM 

PORT CARLING DAM AND SMALL LOCKS 
REBECCA LAKE DAM 
RITCHIE FALLS DAM 
TURTLE LAKE DAM 
WATT'S DAM 

WREN LAKE DAM 
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60 
FOR DEPARTMENT OF REFORM INSTITUTIONS 


NEW PROJECTS REQUESTED 
INDUSTRIAL FARMS 


en en ee 


BURRITT’S RAPIDS — (RIDEAU) 


EXTEND ELECTRICITY TO HEIFER BARN AND PROVIDE 

HEATING SYSTEM TO WATER TROUGHS , 

DISMANTLE EXISTING WOODEN BUILDINGS AND REBUILD 

WITH MASONRY ; 

PROVIDE FLUORESCENT LIGHTING IN ADMINISTRATION BUILDING 
CONSTRUCT NEW RECREATION AND GYMNASIUM BUILDING 
CONSTRUCT NEW STORES BUILDING FOR INDUSTRIAL AND 
MAINTENANCE STORES , 


BURTCH 


INSTALL WATER SOFTENER IN KITCHEN 
REWIRE DORMITORY BUILDING 
REWIRE BLOCK AND TILE PLANT 


BURWASH 


CONSTRUCT NEW PASTEURISATION PLANT 

CONSTRUCT NEW PLANING MILL 

CONSTRUCT NEW INDUSTRIAL BLOCK 

CAMP BISON — EXTENSION TO LOADING PLATFORM FOR 
TAILOR SHOP AND FLOUR STORAGE. 

IMPROVE AND REHABILITATE WATER TREATMENT PLANT 


FORT WILLIAM 


CONSTRUCT NEW DORMITORIES FOR 150 MEN INCLUDING KITCHEN, 
DINING ROOM AND HEATING PLANT. 

CONSTRUCT NEW LAUNDRY 

CONSTRUCT NEW STAFF RESIDENCE 


REFORMATORIES 


GUELPH 


REVISIONS AND ADDITIONS TO STORM SEWERAGE SYSTEM 
INSTALL UNDERGROUND ELECTRICAL SERVICES 
REWIRE AND RELIGHT LAUNDRY SHOP 
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FOR DEPARTMENT OF REFORM INSTITUTIONS (continveD) 


NEW PROJECTS REQUESTED (continveD) 


REFORMATORIES (continuep) 


MILLBROOK 


EXTENSION TO WATER DISTRIBUTION SYSTEM TO TOWERS 
PROVIDE ADDITIONAL STORAGE SPACE FOR LICENSE PLATES, 
PAINT AND OIL« 

CONSTRUCT STORAGE SHED FOR STEEL SCRAP 

LANDSCAPING 


MIMICO 


ERECT CHIMNEY TO SERVICE KILNS NUMBERS 2,3,4, AND 6 
REVISIONS AND ADDITIONS TO WATER DISTRIBUTION SYSTEM 


‘TORONTO — ANDREW MERCER 


SUPPLY AND INSTALL ELECTRICAL DUMBWAITER 


TRAINING SCHOOLS 


BRAMPTON 


ERECT COVERED ACCESS AND RAMP FROM ROADWAY SOUTH OF 
THE BUILDING TO NO. 1 INSTITUTION STORES 
ERECT GARAGE, STOREROOM AND MAINTENANCE WORKSHOP 


BOWMANVILLE 


REWIRE KIWANIS HOUSE 

REWIRE JURY HOUSE 

PROVIDE LIGHTING IN AUTO MECHANICS SHOP 

REWIRE POWER HOUSE 

CONSTRUCT WATER SUPPLY MAIN FROM TOWN TO SCHOOL SYSTEM 


GALT 


ERECT LIGHTNING ARRESTERS ON ALL BUILDINGS 

INSTALL INTER—CORRIDOR ALARM SYSTEM TO FRONT OFFICE 
IN RECEPTION CENTRE . 

FLUORESCENT LIGHTING FOR PORTABLE CLASSROOMS 
EXTEND FIRE ALARMSYSTEM | 
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62 
FOR DEPARTMENT OF REFORM INSTITUTIONS ( concLupep) 
NEW PROJECTS REQUESTED (concLupDED) 
DISTRICT JAILS 
FORT FRANCES 


CONSTRUCT NEW DISTRICT JAIL 


PARRY SOUND 


INSTALL EXHAUST BLOWERS IN 5 CELL BLOCK AREAS 
TO OPERATE SHOWERS 


SAULT STE. MARIE 
PAVE EXERCISE YARD AND ROAD 


ERECT EXTENSION — FEMALE SECTION ; 
CONSTRUCT DETACHED RESIDENCE FOR GOVERNOR 


SUDBURY 


PROVIDE EXERCISE YARD 
INSTALL SMALL BOILER 
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FOR DEPARTMENT OF TRANSPORT 
NEW PROJECTS REQUESTED 
PORT CREDIT 


CONSTRUCT DRIVER EXAMINATION CENTRE AND 
LICENSE ISSUING OFFICE 
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FOR DEPARTMENT OF TRAVEL AND PUBLICITY 


NEW PROJECTS REQUESTED 


TO CONSTRUCT NEW TOURIST RECEPTION CENTRES 
AT THE FOLLOWING LOCATIONS: 


CORNWALL 

FORT ERIE 

FORT FRANCES 
HAW KESBURY 
HOMER 

MIDDLE FALLS 
NIAGARA FALLS 
PRESCOTT 

RAINY RIVER 
SAULT STE. MARIE 
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